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1. EMBASSY HAS RECEIVED LETTER FROM TRUBITSYN OF MINPOWER TO 

E. FLOYD THOMAS, US COORDINATOR FOR DESIGN AND OPERATIONS OF ELECTIC 
POWER STATIONS PROJECT. LETTER BEING POUCHED AUGUST 3, REGISTRY 
NUMBER 1516256. 

2. TRUBITSYN RESPONDS TO THOMAS' LETTER OF MAY 13 AND STATES THAT SO 
VIET 

SIDE IS PLANNING TO SEND EIGHT SPECIALISTS TO THE US FOR TWELVE DAYS 
AT 

THE END OF 1974 OR THE BEGINNING OF 1975. 

3. SOVIET TEAM WOULD LIKE TO VISIT ONE OR TWO THERMAL POWER STATIONS 
(MARSHALL, MOSS LANDING, PARADISE, RAVENWOOD, CUMBERLAND), THE BABCOC 
K- 

WILCOS BOILERMAKING PLANT OR ONE OPERATION BY COMBUSTION ENGINEERING, 
AND A DESIGNING COMPANY SUCH AS BECHTEL OR STONE AND WEBSTER. 

4. IN ACCORDANCE WITH THE JOINT PROGRAM FOR 1974, TRUBITSYN PROPOSES 
THAT FOUR US SPECIALISTS VISIT THE USSR FOR THIRTY DAYS BEGINNING 
SEPTEMBER 15, 1974 FOR TRAINING AT POWER STATIONS WHICH OPERATE IN TH 
E 
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FOLLOWS: 

DAY 1 MINISTRY OF POWER; 

DAYS 2 AND 3 FAMILIRIZATION WITH RESEARCH IN THE AREA OF INCREASING 
MANEUVERABILITY BEING CONDUCTED BY THE ALL-UNION THERMAL- 
TECHNICAL INSTITUTE IN MOSCOW; 

DAY 4 FAMILIARIZATION WITH THE CENTRAL DISPATCHING 
ADMINISTRATION (MOSCOW); 

DAY 5 FAMILIRIZATION WITH THE ORGANIZATION OF THE DESIGN 
OF ELECTRIC POWER STATIONS AT THE THERMAL-ELECTRIC DESIGN 
INSTITUTE (MOSCOW); 

DAY 6 REST 

DAYS 7-15 KOSTROMA STATE-REGIONAL ELECTRIC POWER STATION; 

DAYS 16-28 MOLDAVIAN STATE-REGIONAL ELECTRIC POWER STATION; 

DAY 29 FAMILIARIZATION WITH THE ORGANIZATION OF OPERATIONS FOR 
POWER STATIONS IN THE OGRES TRUST; 

DAY 30 FINAL DISCUSSIONS AT THE MINISTRY OF POWER, DEPARTURE 
FOR THE US. 

5. TRUBITSYN REQUESTS THOMAS INFORM HIM OF THE PROGRAM FOR THE 
SOVIET GROUP'S VISIT WHICH WOULD TAKE INTO ACCOUNT THE SOVIET SIDE'S 
WISHES (PARA 3). 

STOESSEL 
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